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(Rupees twenty ) " and " Rs. 10 /- (Rupees ten )" 
shall be respectively substituted ; 


- 


Notification 


120 / 2 / CEE / TECH / 2528 


In exercise of the powers conferred by section 
23 read with section 51A of the Indian Electricity 
Act , 1910 (Central Act 9 of 1910 ) and section 21 of 
the General Clauses Act, 1897 (Central Act 10 of 
1897), the Government of Goa hereby amends 
the Govemment Notification No.120 / 2 /CEE / TECH / 
/ 352 dated 2-5-2000 , published in the Official 
Gazette ( Extraordinary No. 3 ), Series I No. 4 , dated 
2-5-2000 (hereinafter called the " principal 
Notification " ), as follows: 


( iii) in item " 2. Tariff - LTC /Commercial," 
under " Monthly minimum charges ," (a ) for the 
letters , figures and expression " Rs. 80 /- (Rupees 
eighty )," and " Rs. 30 /- ( Rupees thirty )," the 
letters , figures and expression " Rs . 50 /- (Rupees 
fifty )" and " Rs. 15 /- (Rupees fifteen )" shall be 
respectively substituted ; (b ) forthe letters , figures 
and expression " Rs. 150 / - (Rupees one hundred 
fifty )," and " Rs. 40 /- (Rupees forty )," the letters, 
figures and expression " Rs. 120 / - (Rupees one 
hundred twenty )" and " Rs. 30 /- (Rupees thirty )" 
shall be respectively substituted ; 


(iv ) in item " 3. Tariff - LTP /Motive Power," 
under " Monthly minimum charges," for the 
letters , figures and expression " Rs. 40 /- (Rupees 
forty ) per KVA /HP ," the letters , figures and 
expression " Rs. 25 /- (Rupees twenty five ) per 
KVA /HP or Rs. 32 / -(Rupees thirty two) per KW ," 
shall be substituted , 


In the principal Notification , in 
SCHEDULE , — 


the 


17 


(I) under the heading " ( A ) Low Tension Supply " , 


11 


(i) in item " 1 ( a ). Tariff - LTD / Domestic and 
Non Commercial," under "Monthly minimum 
charges ," for the letters , figures and expression 
" Rs. 30 / - (Rupees thirty )," and " Rs. 25 / - (Rupees 
Twenty five )," the letters , figures and expression 
" Rs. 20 / - (Rupees twenty ) " and " Rs. 10 / - (Rupees 
ten )" shall be respectively substituted ; 


(v ) in item "6. Tariff - LTPWW /Public Water 
Works, " under "Monthly minimum charges ," 
for the letters , figures and expression " Rs. 40 / 
(Rupees forty ) per KVA /HP ," the letters, figures 
and expression " Rs. 25 /- (Rupees twenty five ) 
per KVA /HP or Rs. 32 / - (Rupees thirty two ) per 
KW ," shall be substituted ; 


( II ) under the heading " (B ) High Tension Supply ," 


( ii ) in item " 1 (c ). Tariff - LTD /Domestic Mixed ," 
under " Monthly minimum charges ," for the 
letters, figures and expression " Rs. 30 /- (Rupees 
thirty )," and " Rs . 25 / - (Rupees Twenty five ), 
the letters , figures and expression " Rs. 20 / 


$$ 


(i ) in item “ 10. H.T. Industrial (Ferro 
Metallurgical/Power Intensive)," ( a ) under 
column titled " Plus Energy Charges," for clause 
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" (c ) above 400 units per KVA ," the clause " (c ) 
next 100 units per KVA " shall be substituted ; (b ) 
under column titled ps/unit (KWH ), " for the 
figures " 450 " , the figures " 300 " shall be 
substituted ; 


- 


(c ) after clause (c ) in column titled " Plus 
Energy Charges," the following clause shall be 
inserted namely: " ( d ) above 500 units per 
KVA ; " 


(iii) in item " ( 15 ) H.T. Industrial (Steel 
Rolling ), " after " Note (f )” the following 
additional note shall be inserted , namely :-- 
" (g ) Option to the above tariff: The Steel 
Rolling Mills having energy consumption of 
upto 100 units per KVA permonth continuously 
for a period of 3 months , such industrial unit 
may opt to avail Tariff HTI/ Industrial at Sr. 
No. 8 under " ( B ) High Tension Supply " . The 
option shall remain valid during the tariff 
period provided the energy consumption of 
such rolling mills does not exceed 100 units 
per KVA per month " . 


(d ) against clause (d ) as so inserted in column 
titled " Plus Energy Charges" , the figure " 450 " . 
shall be inserted in column titled " Ps /Unit 
(KWH ) " . 


This Notification shall come into force with 
effect from 01-07-2000 . 


By order and in the name of the Governor of 

Goa . 


( ii ) in item " 12. EHTI /Industrial," in " Note 
(b )," for expression " Tariff - LTC /Commercial, 
at Sr. No. 2 , under the heading " (A ) Low 
Tension Supply , " the expression " Tariff - LTD / 
/Domestic and Non -Commercial," at Sr. No. 1 
( a ), under the heading " ( A ) Low Tension 
Supply ," shall be substituted ; 


R. A. Ghali , Chief Electrical Engineer and 
Ex - Officio Additional Secretary. 


Panaji, 18th October, 2000 . 
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